Sanitized Copy Approved for Release 2010/12/01 : CIA-RDP88-00733R000200220054-0 

D/FBIS Chrono 


FOREIGN BROADCAST INFORMATION SERVICE 
P. O. Box 2604 
Washington, D. C. 20013 


STAT 


STAT 


15 July 1985 


I was sorry to hear you have been hospitalized with pneumonia. 
Although I know our meeting had nothing to do with it, I was 
surprised after seeing you so fit just a few days ago. 

Be sure you allow time for a full recuperation and let us know 
if there is anything we can do for you. 

Sincerely, 


Acting uirecror 
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